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Columbia Broadcasting System, Inc. 
51 West 52 Street 
New York, NewYork10019 
(212) 765-4321 

Law Department 


Dear Mr. Weisberg: 

This is in response to that portion of your recent letter 
to the Federal Communications Commission concerning the 
MERV GRIFFIN- SHOW appearance by Percy Foreman in which 
you ask "for CBS time on all media for the other side of 
what it has just aired through Dr. John K. Lattimer, a 
urologist in no sense qualified as an expert, the Presi- 
dent's urine not being an issue in the assassination, 
and the fact of his lack of expert qualifications being 
carefully hidden by CBS." 

We have reviewed the CBS SUNDAY NEWS broadcast on January 
9, 1972, and find that the interview of Dr. Lattimer does 
not raise fairness obligations. As you know. Dr. Lattimer 
was the first private physician since the Warren Commission's 
findings were reported to review slides and X-rays of the 
autopsy of the late President Kennedy. Dr. Lattimer' s views 
reflected his evaluation of this material. If, at some 
future date, contrary analysis is made by others permitted 
access to the autopsy materials, the newsworthiness of such 
analysis will be considered at that time. 

Under these circumstances, we must respectfully reject your 
request for time. 



Leonard I. Ackerman 
Attorney 


Mr. Harold Weisberg 
Coq d'Or Press 
Route 8 

Frederick, Maryland 21701 


January 27, 1972 



